From: Barry Cadden 

Sent: Thursday, April 07, 2011 9:21 AM 

To: Robert Ronzio 

Subject: hyal blocks.... 

We had multiple issues with mass eye + ear with these.. .that's what made me backpedal . They have now started to 
order again!! We can still tip-toe into these slowly until I am comfortable that we are not having stability problems. 
Biggest issue is that the lab can't even detect the hyal at these low concentrations. ...so I can't even test this crap to see if 
it's destabilizing. 
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